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25 February 1 957 

MEMORANDUM FOR: THE RECORD 

SUBJECT : Discussion of 35mm Time-Sequence Camera. 


25X1 
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I 

25X1 
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B. Film size - 35mm- 

c. Film capacity - 100' to 1,000' through the 
USE of external magazines. 

D. Interval between exposures - variable, from 
1 TO 60 seconds. 

/ ,'Vv / Ta / //o u / ? 

E. Noiseless operation. 

F. Shutter - rotary type with exposures from 

1/800 second -ANZi- 

G. Brackets for mounting on telephone pole, etc. 

H. Power supply - 12v, silver cell battery, in 

SEPARATE housing. 

I. Pulse switch (for radio or remote control). 

t" W" ^ 1 ■' //"' Z 

j. Lenses - Wollensak series, from 35mm to 
K. Automatic disphragm for lenses up to -^OOmm. 2- <-/ ' 

l . F ormat - 1 " X 1 ". 

m. Unit will be sealed and waterproof. One 
prototype unit is under construction. 

4. PSD requested/ 


1. Time and Place of Meeting : 12 February 1957^ Room 107, Westout 
Building. 


2. Attendance: 


TSS/APD, 


TSS/PSD. 


3. Discussion : 



DESCRIBED A UNI 

VERSAL TYPE. '^‘^MM. Tl 


designed for THE AGENCY BY 


ME-SEQUENCE 

The 


following features were mentioned: 

A. Size and shape to approximate that of 
cigar box. 
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4. PSD requested: 

A. An opportunity to view the work in progress or at least have 

AN OPPORTUNITY TO DISCUSS THE 6LUEPRINTS. 

B. Four prototype units instead of one. 

C. Nickle cadmium batteries (with charger and case) in addition 
TO the silver cells supplied. 

D. An I NCB^Sfc -t-W-WE - 1 W- T - E R V A L - T^ANGe~Ta 

WAS OF the opinion THIS MIGHT POSSIBLY BE ACCOMPLISHED BY 
MEANS OF I.N^^ e W AN& E AB l .E T -l M l-M G M OT -QRS. 

£. Six and 1 2v DC operat ion with external converters for various 
line: currents. ^explained that the present 

equipment would have to be redesigned for 6v operation, and 
THAT it would NOT FUNCTION AS EFFICIENTLY. HOWEVER, THIS 
FEATURE WOULD BE CONSIDERED IN FUTURE MODELS. 


C/TSS/PSD 

D I STR I BUT I ON ; 

Orig. &. 1 - AC/TSS/R & D (through AC/TSS/TA) 

1 - TSS/SRB 

2 - TSS/PSD/Files 
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